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187T.] NATURAL SCIENCES OP PHILADELPHIA. 199 

It occurs in tabular aggregations with eminent cleavage, parallel 
to the prism of 93°, to the clinopinakoid, and decidedly, but less 
distinct, to the base. Enstatite is Orthorhombic, according to 
Kenngott and Descloizeaux. The specimen under examination, 
however, is Monoclinic, by the pronounced cleavage parallel to the 
base ; the form is therefore closely that of pyroxene, with the ex- 
ception that in the latter mineral the plane passes through the 
main axis and the clinodiagonal intersects the acute angle of 
prism (87°), whilst in the present case this plane intersects the 
obtuse prismatic angle (93°). This relation was noticed on a 
number of cleavage fragments. In a plate parallel to the clino- 
pinakoid (principal cleavage plane), no polarization takes place. 
Owing to the fibrous structure the speaker was not able to prepare 
an optical section parallel to the basal plane or at right angles to 
the main axis, and the optical constants could not be ascertained. 
Lustre vitreous on prismatic faces, pearly on the pinakoid. Color 
slightly yellowish olive-green to colorless. Chromite in small 
grains is noticed in the mineral. Hardness 5.5. Sp. gr. = 3.235 
(20° C). 

B. B. Infusible. Manganese reaction with fluxes. 

Decomposes with sulphuric acid slowly. 



Composition : — 

SiO, = 57.70 
MgO = 35.83 
FeO = 4.96 
MnO = 0.30 
Ai 2 3 = 0.91 
H 2 = 0.78 


0. 

30.75 

14.33 

1.10 


100.44 
ft : Si = 1 : 1.994. 
Fe : Mg : Si : O = 1 : 13.33 

The empirical formula is, therefore:— 
FeMg 12 B1 M 4l . 


RO, SiO.,. 
: 13.84 : 41.8, 



May 29. 
Wm. S. Vaux, Vice-President, in the chair. 
Thirty-eight members present. 

On Painted Turtles Miss S. P. Monks stated that our com- 
mon painted turtle, Chrysemys picta,Herin., is distinguished from 
the western species, Chrysemys oregonensis, Harl., by its smaller 
size and uniform yellow plastron. 

Ch. oregonensis has a dark lyriform blotch extending the length 
of the plastron. 
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Prof. L. further exhibited drawings of a Distoma, the Rhopalo- 
cerca tardigrada, Diesing, from the mantle of Anodon fiuoiatilis ; 
a second the Heterostomum echinatum, Diesing, from the oviduct 
of Paludina decisa ; and a third from Helix arborea, thus de- 
scribed : — 

Distoma appendtcclata. 

Translucent white, band-like, widest in front and rounded at the 
head, tapering behind and truncate at the end. Pharynx and 
ventral disk large and nearly equal and about J mm. diameter. 
The gizzard comparatively large and oval. Intestine bifurcate 
with the branches parallel, and with an intermediate pouch-like 
appendage extending nearlj' half way to the position of the ventral 
disk. A posterior opening communicates with a pouch and a 
water vascular system. No traces of a generative apparatus ob- 
servable. Length 1 mm. 

Andrew C. Craig, William John Potts, John E. Cook, Chas. 
Zentmayer, Samuel L. Fox, Shippen Wallace, and Jos. D. 
Schoales, M.D., were elected members. 

S. Fisher Corlies was elected a member of Council for the un- 
expired term of Dr. J. G. Hunt, resigned. 

The following papers were ordered to be published : — 



